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wings (Fig. 8) are equal and closely similar. The " dis-
coidal" cell is quadrilateral, not triangular. Wings held back
over abdomen vertically, with upper surfaces opposed when
at rest. Compound eyes small, separated by a space greater
than their dorsal diameter. Ovipositor always present. The
nymph is slender, with three caudal gills, and the rectum,
though also respiratory, is devoid of true rectal gills. Gizzard
with eight to sixteen radially symmetrical fields. There are
three families, Calopterygidce, Lestidce, and Agricnidce.
For an account of the nymphs of European species of
Odonata see also Larves et Nymphes aquatiques des Insecies
d'Europe by Rousseau, 1921.